UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

OFFICIAL WARNING 



VIOLATION OF FEDERAL REGULATIONS 



The Department of Agriculture has evidence that on or about January 3, 201 1 you or your organization 
committed the following violation of Federal Regulations: 


9 CFR, SECTION Failure to 


3.1 (c)(l)(i) • Construct surfaces of housing facilities, including houses, 

dens, and other furniture-type fixtures and objects within the 
facility of materials that allow them to be readily cleaned and 
sanitized, removed or replaced when worn or soiled. Interior 
surfaces that come in contact with dogs or cats must be free of 
excessive rust that prevents required cleaning and 
sanitization, or affects the structural strength of the surface. 
(Four metal food dishes are rusted.) 

3.11 (b)(2) • Sanitize primary enclosure food and water receptables at least 

once everj' 2 weeks to prevent accumulation of dirt, debris, 
food waste, excreta, and other disease hazards. 

(**The primary enclosures are not being disinfected at least once 
every two weeks. 

**Lack of sanitization is leaving an oily buildup on the plastic dog 
houses, indoor walls and dog doorways.) 


Titles 7 & 9 Code of Federal Regulations were promulgated to help prevent the spread of animal and plant pests and 
diseases and assure the humane treatment of animals. Since violations of the regulations can have serious and costly 
impact detrimental to the public interest, you are warned of this violation. Any further violation of these regulations may 
result in the assessment of a civil penalty or criminal prosecution. If you have any questions concerning this warning or 

violation, please contact the listed APHIS Official. 

APHM OFFICE ADDRESS: 

- ' ' ■ 

F^ DATE RECEIVED: 


FOR CERTIFIED MAIL - RECEIPT NO: 

7011 1150 0002 0712 1405 


APHIS FORM 7060 Previous editions may be used 

(JUN 91 ) PART 1 - VIOLATOR 






